REF .ia:A 67018 

CON i iu^N I i /Ui ' / '* — I 


CROSS REFERENCE SHEET 


MAIN SUBJECT 
state Dept Tot 

''t Rome 


Tnatallation 


CLASSIFICATION NUMBER 

Radiograms ASA Eurooe 


AS_CJjI_IN 18948 Oujr 3 4842 
To ASA_10 


Date of Communication ^ Dec. 194S 


From ASA- 10 Europe 


Date of Basic Document Dec 1947 


BRIEF SUMMARY 

SuDject Is fltate Dept SIGfTOT lastallat: ion at Rome Col. French 
Just returned from Home sl>.tes securitv of proposed installation 
extremely low .ns recommends delaying installation until ^rop-^r security 
lurnisned Ofiice Ghiei Signal Officer SUCOH suggests representative 
ASA Europe insyect ^^ro losed installation areaa with ideni recommending 
changes necessary for inprovenent of security. 

Alter conference witn t.^eir Security Of i leer State Dept nas 
recommended delaying installation until permanent ficilities tvsilable. 
Po»' your future gnidance in any cases however desire to iniorm ^'ou that 
A3AE does not b«,ve auti.oritv to insist on security improvements in 
State Dept installations. Suggestions should be made but as suggestions 
only. 
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